World Cement Technology: Volume 11: 1980 


Index 


A 


Aalborg Portland Cementfabrikken 258, 


Air blower units 

Air impact mill 

Alamo Cement Co. Texas plant 

Algerian cement plant 

Alternative to gypsum set regulation 
for Portland cements 

Andes, new cement plant 

Andhra Pradesh small cement plants 

Argentina’s cement production up 


424, 


Ashaka Cement Company’s plant 
Asia Cement Corp. 

Asia Cement No. 1, carrier 

Asian Development Bank 

Athi River plant 

Atlantic Cement Co. Inc. 
Australian cement industry 
Australian coals 


B 

Babcock E-type mill 

Babcock Product Engineering Ltd 

Batch weighing systems 

Better quality cements 

Blended Portland Cements 

Blending bed system 

Blue Circle Industries 94, 105, 143, 

196, 198, 201, 204, 221, 

269, 307, 309, 377, 395, 444, 455 

Book reviews 

Brazilian cement plants expand 

BRECO, ropeway for Taiwan 

Brown, Boveri & Co. 

Buckau R. Wolf AG 

Bucket-chain excavator 

Bucket elevators 

Bucket-wheel excavator 

Burmese cement industry 


Cc 
Calcium carbonate substitution 
of gypsum 
California cement plant expands 
California Portland Cement Co. 
Cameroon Cement industry 
Cement carrier, M/V Golden Bay 
Cement carrier, Taiwan’s first 
Cement clinker characteristics, 
influence of burning conditions 
Cement in India, pricing and 
distribution 
Cement Makers’ Federation 
Cement retarder 
Cement-Roadstone Holdings Ltd 
Cement storage and transfer complex 


94, 186, 


90 
145, 
226, 
, 486 
381 
460 

9? 
321 
258 
258 

39 
267 


9? 


Cementa AB’s Slite plant 34, 
Cementia Holding AG 221, ; 


Cemento Santa Rita S.A. 38, 
Cementos Anahuac S.A. 
Cementos Catatumbo’s 1800 tpd plant 
comes on stream 
Cementos de Honduras S.A. 264, 
Cementos Mexicanos 
Cementos Veracruz S.A. 
Chemistry of Cement Congress, 
Paris 
Chia Hsin Cement Corp. 


Chicago Cement Seminar 

China, Babcock E-mills 

China Shipbuilding Corp. 

Chinese delegation visits UK cement 
industry 

‘hutework in Missouri 

imento Santa RitaS.A. 

imento TopiS.A 

lassifier, Larox EC-90 

lean air regulations 

‘linker coolers 

linker cooling and heat recuperation 

‘O measurement system 

‘oal-fired, fluidised bed furnace 

‘oal-firing NSF kiln 124, 

oal mill operation 

‘oal properties 

‘ombidan mill 

‘oncrete testing system 

‘ontrol and monitoring systems 

‘onversion to coal firing 

‘onveying systems 

‘ooling of cement clinker 

‘orrosion-resistant mortar 


76. 


MARA RARAAARARAAAAAAAAARAA 


‘rawler-mounted transporter moves 
crushing plant 
‘uba, cement carrier 


D 

Danish cement industry 

Deep drum pelletizer 

Diversification of energy 

Dopol kilns 

Draught fan drive 

Dry grinding circuits 

Dual combustion and denitration 
furnace 

Dust collectors 

Dust emission 

Dust extractors 

Dust filters 

Dust free loading spout 

Dust monitor 

Dust problem solved 


E 

E-type coal mills in cement plants 

East African Portland Cement Co. Ltd 

Ecuador’s cement industry 

Effect of cooling rate on cement 
properties 

Egypt's construction industry 

Electrolocation service for safe 
excavation procedures 

Electrostatic precipitators 

Energy conservation 

Energy consumption of clinker 
coolers 

Energy-saving cements 

Environmental control 

Environmental impact experience on 
lime and cement plants 

Europe’s largest coal-fired fluidised- 
bed furnace 

Excavation procedures, Electrolocation 


F 

Filter precipitators 

First UK concrete stave silos 

Five-stage preheater 

Flammable gas monitoring 

Flash calcining technique 

Floating cement terminal 

Flocculation-dispersion balance 

Florida Mining & Materials Corp., 
Brooksville expansion 


FLS precalciner system 
Fluidized bed system 
Fluidized calciner system 
Folax grate cooler 
Forged ring hammers 462 
FullerCompany 88, 143, 264, 267, 472, 484 


G 
Gas cleaning system 40, 385, 378 
GATX-Fuller Ltd 204 
Gearless mill drives 
General Portland Cement Co.., 

new plant 36 
German pollution control regulations 3 
Golden Bay Cement Co 204 
Grinding of cement clinker and 

particle interaction 245 
Grinding with new Larox EC-90 


classifier 


H 

Haiti cement plant 

Heracles General Cement Co 
High performance coal-breaker 
Holderbank 

Hydration investigations 


I 
Ideal Basic dust collector system 
Impact crusher, UK’s largest 
Impact crusher, World’s largest 
Impactor for hard rock crushing 
India Cement Co. Ltd 
India, pricing and distribution 
of cement 

Indonesian cement industry 

286, 307 
Infra-red, CO gas analyser 145 
Inland Cement 424 
Innovative replacement technique 88 
Iraq cement plants 264, 424 
Irish Cement, Limerick plant 459 
Italcementi 226 
Italian Cement plant turns to coal 460 


Jordan cement plant 


K 
Kaiser Cement Corp. 143 
Kaiser Engineers 143 
KHD Humboldt Wedag AG 38, 39, 90, 
140, 141, 211, 274, 360, 484 
Ketton Portland Cement Co. 84, 198, 202 
Kiln gun 484 
Kockums Industries Ltd 369 
Korea, four gear drives 140 
Krupp Pelysius AG 38, 92, 95, 222, 
226, 267, 307, 424, 456 
KSV system 359 
Kuwait Cement Company 424 


L 

La Cemento Nacional 

La Cruz AzulS.C.L. 9? 
Lafarge Consultants Ltd 484 
Largest dust collector system 36 
Larox EC-90 classifier 407 
Le Teil — a fully automated cement plant478 
Lehigh Portland Cement Co. 88 
Letters to the Editor 94, 460, 461 
Libyan Cement Co., new lime plant 456 
Lightweight drill rig 95 
Limiting dust emission 58 
Lined carton packing system 461 
Lone Star Industries 38 





M 

Macro/microscopic compositions 
in Portland cement 

Malaysia Cement SdN Berhad 

Martin Marietta Cement 

Meal blending 

MikroPul Corporation 36, 

Milaki cement plant 

Mills for efficient grinding 

Minipebs mill 

Minnesota, new cement plant 

Minor elements in cement clinkers, 
macroscopic and microscopic 
variations 

Mobile cement silo 

Mobile crushing plant 

Model for size distribution of 
rotary kiln cement clinker 

Modified Portland cements 

Monolith Portland Cement Co. 

Monterrey plant, new 2200 tpd line 

Morocco new plant 

M/V Golden Bay cement carrier 


143, 267, 


N 

National Cement Co. 
Nodulisation 

Noise control 

Noise insulators 

Noise problems 

Non-explosive demolition agent 
North Malaysia pilot plant 

NSF process 


O 

O&K crushers 

Okke Cement plant, Korea 
Onoda Cement Co. 

Oregon Portland Cement Co. 
Organic fluid cycles 

Organic power cycles 

Osaka Cement Co., NSF kiln 
Oxidic composition 


.T. Rencong Aceh Semen 
.T. Semen Andalas Indonesia 
.T. Semen Tonasa 
akistan, Mustehkam plant 
Paris Congress 1980 
Partial precalcining 
Peabody Holmes 
Pennsylvania Crusher Corp. 
Philippine cement industry 
Phosphogypsum, utilization of 
Pilot plant, North Malaysia 
Pollution control 
Polymorphism of dicalcium silicate 
Polythene sacks 
Portland Cement Company, Utah 
Portsdown/Lolift system 
Power generation from waste heat 
Pozament Cement Ltd 
Precalcining systems 
Prepol air-separate system 
Prepol air-through system 
Prepol precalciner 
Prestave silos 
Process control of clinker coolers 
Pulse-jet bag feeders 
Pulverized fuel 
Pyroclon* system 


Q 


Quattamia cement plant 


40,211, 2 


214, 


38, 140, 


R 

Raw meal burnability 

Rawang cement plant 

Raymond bow! mills 

Reinforced suspension preheater 
systems 


427 


5, 467 


- 
10 
61 
430 


"9 


122 


264 
140 
430 
294 
14 
14 
122 


330 


307 


Ribblesdale Cement Ltd 

Rice husks to produce cement 
Ring motor drive system 
Ringblaster kiln gun 

Roller mills in dry grinding circuits 
Rotary kiln cement clinker 435, 
Rock Products 

Rugby Portland Cement Co. 


38, 


308, 377, 


S 

Sacks, polythene self-seal 

Sauereisen Cement Co. 

Scanner amplifiers 

Self driving rotary belt cleaner 

Self-unloading system 

Seltrust Engineering Ltd 

Selvalegre cement plant 

Setting characteristics of cement 

SF Process 

Siam Cement Co. Ltd 

Simulator training: for cement plant 
operation 

Small grinding media for fine grinding 

Smidth, F.L. 


Solidex 80 Exhibition 

Sound measuring equipment 

Sour-El-Ghozlane, Algeria, 
cement plant 

SSD to certify loading/unloading of 
bulk cement carrier 

Stave silos 

Steam power cycles 

Steel rope belt bucket elevators 

Suction cleaner 

Suez Cement Company 

Sumatra cement plant 1983 

Sundstrand Corporation 

Sung Shin Cement Industrial Co. Ltd 

Suspension flash calciner system 


T 

Ta Luang cement plant 

Tabkwang cement plant 

Taiwan cement plants 

Taiwan ropeway to increase capacity 

Taiwan’s first cement carrier 

Technology of environmental control 

Thailand cement industry, Expansion of 

Thermo-Electron Corporation 

Toronto IEEE Cement Industry 
Conference 

Tower Silo Ltd 

Tripoli (Libya) lime plant 

Tube mills 

Tunis white cement plant 

TunnelCement Ltd 271, 309, 430, 431, 


214, 262 


U 
UK stave silos 

UK’s largest mobile impact crusher 
Unax planetary cooler 

Unitising system 

US Bureau of Mines 

Utah new cement plant 

Utilization of phosphogypsum 


Vv 
Venezuelan cement plant 
Vertical roller mills 
Volos cement plant 


Webster Griffin Ltd” 40, 94, 263, 

West African Portland Cement Co. 

Wet-process dust collector 

White cement plant, Tunis 

Wieland KG’s high capacity industrial 
suction cleaner 


308 
272 


187 
488 
337 
467 

105 


92, 198, 


385 


488 
462 
461 
311 
307 
92 
348 
70 
123 
482 


472 
179 


76, 143, 179, 197, 222, 294, 
298, 308, 359, 435, 460, 467, 482 


259 
63 


221 


36 
38 
12 
39 
41 
344 
307 
18 
321 
356 


482 
482 
375 

92 
482 

53 
482 


18 


301 
272 
377 
193 
424 
459 


38 
455 
78 
95 
36 


264 
57 
424 


41 


Willis & Paul Corporation 
World’s largest impact crusher 


Y 
Yanbu floating cement terminal 
Yemen Arab Republic’s new plant 
Yugoslav cement plant extension 


Contributors 
Abdul-Maula, S. 
Ablinger, A. 
Barnes, P. 
Beckschi, P. 
Bensted, J. 
Chatterjee, T.K. 
Cleemann, J. 
Diamond, S. 
Erlenstadt, G. 
Ghose, A. 
Ghosh, S.N. 
Haltenhof, H.R. 
Hansen, V. 
Heilesen, S.N. 
Holt, L.S. 

Isch, K. 

Jossi, H. 
Kobayashi, T. 
Lekatompessy, N. 
Locher, F.W. 
Maye, R.S. 
Mehta, P.K. 
Milne, J. 
Mrakovicsné, T.K. 
Nakamura, N. 
Nyman, K-E. 
Odler, I. 
Opoczky, L. 
Petersen, I.F. 
Riancho, P. 
Sarkar, S.L. 
Sobotto, G. 
Tao, H.S. 
Thomas, G. 
Watts, R.C. 
Zepter, K.H. 
Zimmerman, C.D. 





MU vu min 


OO —NMsHo 





